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Peay, T. Michael B6 GEZcSI^. 

From : Michael Peay | ~~ | 

Sent: Sunday, November Zi, 8:30 PM B6 

To: Pankaj Saran 

Subject: Re: Meeting 


November 23, 2003 
Pankaj , 

Many thanks for your kind note and suggestion. I 
would be quite pleased to meet with you to discuss the 
upcoming WG on Disappearances. Tomorrow, I'll review 
my office calendar for this upcoming week to see what 
looks possible. I'm sure it will be useful whenever 
we are able to meet to exchange views. 

I will be away from Geneva on Thursday and Friday, so 
it'll have to be early in the week. In any event, I 
look forward to being in touch with you. Best 
regards, 

Michael Peay 


Pankaj Saran 

> Dear Michael, ' ■ 

> 

> I was wondering whether we should not meet, perhaps 

> over lunch, to exchange notes on the WG on 

> Disappearances. 

> 

> We could set up something for next week if that is 

> OK with you. 
> 

> Sincerely, 

> Pankaj Saran, 

> Counsellor, 

> Indian Mission 


> 
> 
> 

> 

> Do you Yahoo ! ? 

> Free Pop-Up Blocker - Get it now 


Do you Yahoo ! ? " 
Free Pop-Op Blocker - Get it now 
http://companion.yahoo.com/ 
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